154    DOCKETED ITEMS

-9107020006 Vols 1 & 2 to "Grand Gulf 1 ANF-1.4 Design Rept Mechanical, Thermai-
Hydraulic & Neutronic Design for Advanced Nuclear Fuels 9X9-5 Fuel Assemblies."
DUNNIVANT.W.S., MACDUFF.R.B., HERSHBERGER.D. Advanced Nuclear Fuels
Corp. (formerly Exxon Nuclear Co., Inc.). ANF-89-171(NP). 91/04/30. 64pp.
58315:140-58315:206.

9107020016 Application for amend to license NPF-29,al!owing one-time extension to re-
quired test interval for overall integrated containment leakage rate tests.
COTTLE.W.T. Entergy Operations, Inc. 91/06/25. Document Control Branch (Docu-
ment Control Desk). 12pp. 58287:245-58287:262.

-9107020017 Proposed tech specs re overall integrated containment leakage rate tests.

*  Entergy Operations, Inc. 91/06/25. 6pp. 58287:257-58287:262.

9107050139 Application for amend to license NPF-29,requesting extension of instru-
mentation surveillance intervals & allowed outage times.Proprietan/ GE Topical Rept
RE-027 encl.Rept withheld.

COTTLE,W.T. Entergy Operations, Inc. 91/06/26. Document Control Branch (Docu-
ment Control Desk). 20pp. 58341:011 -58341:059.

-9107050141 Proposed tech specs.extending instrumentation surveillance intervals &
allowed outage times.

*  Entergy Operations, Inc. 91/06/26. 33pp. 58341:031-58341:059.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list end.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051,

9107050244 Forwards request for addl info re 910308 response to Generic Ltr 89-
10,Suppl 3, "Consideration of Results of NRC Sponsored Tests of Motor-Operated
Valves" to enable NRC to make safety determination on valves.
KINTNER.LL. Project Directorate 1V-1. 91/07/02. COTTLE.W.T. Entergy Operations,
Inc. 4pp. 58386:038-58386:041.

9107100332 Requests change in QA program requirement for biennial reviews of
procedures,per 10CFR50.54(a).

COTTLE.W.T. Entergy Operations, Inc. 91/07/02. Document Control Branch (Docu-
ment Control Desk). 13pp. 58398:061 -58398:073.

9107110252 Requests relief from requirements of ASME Section XI Number 1-00009
Rev 2 re three deleted welds.

COTTLEfW.T. Entergy Operations, Inc. 91/07/03. Document Control Branch (Docu-
ment Control Desk). 13pp. 58426:260-58426:272.

9107110260 Requests relief from requirements of ASME Section XI Number 1-00010
Rev 4 re volumetric & surface exams of welds.

COTTLE.W.T. Entergy Operations, Inc. 91/07/03. Document Control Branch (Docu-
ment Control Desk). 16pp. 58426:239-58426:254.

9107110264 Requests relief from requirements of ASME Section XI Number I-00022
Rev 0 re reactor pressure vessel support skirt surfaces.

COTTLE.W.T. Entergy Operations, Inc. 91/07/03. Document Control Branch (Docu-
ment Control Desk). 8pp. 58426:284-58426:291.

9107180047 Advises that on 910607,util received lab rept of positively-spiked blind per-
formance      specimen      declared      negative.Cause      inconclusive.Addl      blind
sarnples,containtng opiates,w|H be sent to lab by 9l0815.Lab rept encl.
COTTLE,W.T. Entergy Operations, Inc. 91/07/08. Document Control Branch (Docu-
ment Control Desk). 7pp. 58484:255-58484:261.

9107240101 Forwards amend 78 to license NPF-29 & safety evaluation. Amend incor-
porates snubber population size as factor in determining time interval between visual
insp of snubbers.

KINTNER.LL Project Directorate IV-1. 91/07/08. COTTLE.W.T. Entergy Operations,
Inc. 3pp. 58521:284-58521:295.

-9107240105 Amend 78 to license NPF-29,incorporating snubber population size as
factor in determining time interval between visual insp of snubbers.
QUAY.T.R. Project Directorate IV-1. 91/07/08. 7pp. 58521:287-58521:293.

-9107240106 Safety evaluation supporting amend 78 to license NPF-29.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/08. 2pp.
58521:294-58521:295.

9107230306 Forwards notice of denial of amend & safety evaluation.Amend would have
revised tech specs by deleting surveillance requirement for flow biased simulated ther-
mal power reactor scram.

QUAY.T.R. Project Directorate IV-1. 91/07/10. COTTLE.W.T. Mississippi Power &
Light Co. 3pp. 58493:066-58493:072.

-9107230316 Safety evaluation opposing amend to license NPF-29 re deletion of sur-
veillance requirement for flow biased simulated thermal power scram.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/10. 2pp.
58493:069-58493:070.

-9107230328 Notice of denial of issuance of amend to license NPF-29 & proposed
NSHC determination & opportunity for hearing.Amend would have deleted surveillance
requirement for flow biased simulated thermal power reactor scram instrumentation.
QUAY.T.R. Project Directorate IV-1. 91/07/10. 2pp. 58493:071-58493:072.

9107310078 Confirms 910701 conversation re mgt meeting to be held on 910716 to dis-
cuss ^circulation pump shaft program status.

REYES.LA. Region 2 {Post 820201), 91/07/10. COTTLE.W.T, Entergy Operations,
Inc. 3pp. 58588:151-58588:153.

9107190033 Notifies NRC that specific improvements for facility settlement monitoring
program will be determined by 911231 & implemented by 921231.
COTTLE,W.T. Entergy Operations, Inc. 91/07/12. Document Control Branch (Docu-
ment Qontepl Desk), 2pp, 58485d 09-58485:1 JO.

9107230411 Summary of 910605 meeting w/Enteray Operations,Inc at site re erosion
control measures.site drainage pattem.disposal of hazardous matte on site & revege-
tation efforts.LJst of attendees & meeting agenda end.

KINTNEaLL Project Directorate IV-f. 91/07/15. Project Directorate IV-1. 8pp.
58510-^04-58510211.

9107240041 Notification of 910723 & 24 meetings w/uti! in Rockville.MD to discuss pro-
posed new requests for licensing actions & status & completion of pending fire protec-
tion license condition.

KINTNER.LL Project Directorate IV-1. 91/07/15. QUAY.T.R. Project Directorate IV-1.
4pp. 58521:254-58521:257.

9107240320 Approves util 910109 & 0624 & Advanced Nuclear Fuels Corp 901010 re-
quests for withholding ANF-89-171(P), "Grand Gulf 1 ANF-1.4 Design
Rept,Mechanical,Thermal-Hydraulic & Neutronic Design for Advanced...." (ref
10CFR2.790).

KINTNER.E.E. Project Directorate IV-1. 91/07/18. COTTLE.W.T. Entergy Operations,
Inc. 4pp. 58549:029-58549:032.

Q. inspection reports, IE Bulletins & correspondence

9106030272 NRC info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037. "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York. Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance1." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York. Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc fist encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58435:067-58435:152.

9107160136 Forwards insp rept 50-416/91-12 on 910519-0614.No violations noted.
VERRELLI.D.M. Region 2 (Post 820201). 91/06/27. COTTLE.W.T. Entergy Oper-
ations, Inc. 3pp. 58419:056-58419:065.

-9107160138 Insp rept 50-416/91-12 on 910519-0614.No violations noted. Major areas
inspected:operationai safety verification,maint observation,surveillance observation &
ROs.

MATHIS.J.L, CANTRELL.F.S. Region 2 (Post 820201). 91/06/27. 7pp. 58419:059-
58419:065.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAMS.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107240101 Forwards amend 78 to license NPF-29 & safety evaluation. Amend incor-
porates snubber population size as factor in determining time interval between visual
insp of snubbers.

KINTNER.LL Project Directorate IV-1. 91/07/08. COTTLE.W.T. Entergy Operations,
Inc. 3pp. 58521:284-58521:295.

-9107240105 Amend 78 to license NPF-29,incorporating snubber population size as
factor in determining time interval between visual insp of snubbers.
QUAY.T.R. Project Directorate IV-1. 91/07/08. 7pp. 58521:287-58521:293.

-9107240106 Safety evaluation supporting amend 78 to license NPF-29.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/08. 2pp.
58521:294-58521:295.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107150348 Monthly operating rept for June 1991 for Grand Gulf Nuclear Station Unit
1W/910710 Itr.

DAUGHTERY.LF., COTTLE.W.T. Entergy Operations, Inc. 91/06/30. 7pp. 58462:275-
58462:281.

S. Reportable occurrences, LERs & related correspondence

9107170170 Summary of operating reactors events meeting 91-12 on 910626.
CHAFFEE.A.E. Events Assessment Branch. 9;/07/03. ROSSI.C.E. Division of Oper-
ational Events Assessment (Post 870411). 22pp. 58448:301-58448:322.estartAgenda encl.                i
